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Message Text 

UNCLASSIFIED 

PAGE 01 PORT A 01296 112140Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO AID-05 OES-06 EB-08 DODE-OO IGA-02 
TRSE-00 /032 W 

112156Z 027828/62 

R 112110Z APR 77 

FM AMEMBASSY PORT AU PRINCE 
TO SECSTATE WASHDC 4619 

UNCLAS PORT AU PRINCE 1296 

E.O. 11652: N/A 

TAGS: EAID, ENRG, SWEL, HA 

SUBJECT: ELECTRICAL POWER SHORTAGE - USG EMERGENCY ASSISTANCE 

REF: STATE 79936 

IN RESPONSE TO USG OFFER OF ASSISTANCE PRESENTED BY NOTE 
NO. 65 ON APRIL 9, EMBASSY RECEIVED NOTE SG/CG:519 FROM DEPARTMENT 
OF FOREIGN AFFAIRS ON APRIL 11; UNOFFICIAL TRANSLATION OF 
WHICH FOLLOWS: ...THE HAITIAN GOVERNMENT ACCEPTS, AND 
WILL FULFILL. THE CONDITIONS OF THE LOAN FROM THE AMERICAN 
GOVERNMENT OF FOUR 750 KW GENERATORS FOR THE PURPOSE OF 
HELPING SURMOUNT THE ENERGY CRISIS THAT PORT-AU-PRINCE AND 
VICINITY ARE FACING. THE HAITIAN GOVERNMENT, THEREFORE, 

UNDERTAKES, FROM THE MOMENT OF ARRIVAL, TO ASSURE THE 
SECURITY OF THIS EQUIPMENT, AND TO RETURN IT IN GOOD 
CONDITION TO THE AMERICAN GOVERNMENT AFTER THE TWO MONTHS 
AGREED BETWEEN THE PARTIES... 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, ELECTRIC GENERATORS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977PORTA01296 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 25-0935 
Format: TEL 

From: PORT AU PRINCE 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770469/aaaacidq.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9cb62fa7-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 79936 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2841660 
Secure: OPEN 
Status: NATIVE 

Subject: ELECTRICAL POWER SHORTAGE - USG EMERGENCY ASSISTANCE 
TAGS: EAID, ENRG, SWEL, HA, US 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/9cb62fa7-c288-dd1 1 -92da-001 cc4696bcc 
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